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Message Text 

CONFIDENTIAL 

PAGE 01 BELGRA 03192 24I453Z 
ACTION SY-05 

INEO OCT-OI EUR-I2 ISO-00 /018W 

040190 24I456Z/47 

PR24I0I9Z APR 78 
PM AMEMBASSY BELGRADE 
TO AMCONSUL PRANKPURT PRIORITY 
INEO SECSTATE WASHDC PRIORITY 6374 
AMCONSUL ZAGREB 

CONPIDENTIAL BELGRADE 3192 

EO 1 1652: GDS 
TAGS: ASEC 

SUBJ: ACR AIR CONDITIONER REPAIR ZAGREB 

REF: FRANKFURT 3316 

DUE TO MAN-HOURS INVOLVED IN REPLACING WHOLE UNIT, AND UNKNOWN 
MANUFACTURER DELIVERY TIME POR NEW REPLACEMENT PARTS, IT IS 
SUGGESTED THAT RTC PRANKPURT SEND TO ZAGREB THEIR SPARE BLOWER 
MOTOR AND CAPACITOR. THE NEW PARTS THAT WERE ORDERED POR 
ZAGREB CAN THEN BE SHIPPED TO RTC IN LIEU OP ORIGINAL 
DESTINATION. PLEASE ADVISE. 

EAGLEBURGER 


CONPIDENTIAL 
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